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14 March 1956 


MEM3MKDUM FORi Director of Training 

SUBJECT t Estimated Requirements for Training of 

Personnel at Non-CIA Facilities. 


STAT REFERENCE: 


1. It is estimated that there will be no requirements for 
training at non-GlA facilities by staff members of the Office of 
the Director during Fiscal fear 1957. 

2. Further, it is anticipated that no such training will be 
required during F5T 1958 by the 0/ DCI staff * 


STAT | 
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